December 2, 1964 


WKNC went off the air at midnight on October 7. Since that 
time the following things have been done: 


1. Two seven-foot relay racks have been cleaned out -- all 
equipment and every wire. 


2. The above racks have been cleaned and re-painted. 


3. The above racks have been re-installed, one in a new 
location. 


4. Every piece of equipment has been thoroughly checked -- 
tubes, capacitors, etc. 


5. A new six-foot rack has been installed. 


6. The following equipment has been installed and wired in 
the above racks: 
power supplies 
Ampex tape recorders 
Magnecorder tape recorder 
AM-FM tuner 
audio amplifiers 
microphone relay unit 
remote talkback unit 
rows of patch jacks (48 jacks per row) - 1 row 
completely re-wired 
transmitter control unit - completely re-designed 
and re-built 
distribution system (6 transformers) ~ completely 
re-built 
Every piece of equipment listed above is completely wired and 
operating. 
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7. The Peace College transmitter has been removed. 


8. About 500 feet of audio wire has been placed, This con- 
sists) Of: 
a) measuring the necessary length 
b) cutting the wires 
c) lacing the wires into a cable 
d) placing the cable 


9. About 300 feet of power cable has been placed. 


10. One transmitter is now installed (Watauga). The remainir: 
six are being modified and will be in place this weekend. 


ll. The office has been thoroughly rearranged. 


12. The office has been cleaned up. 


13. Three office closets have been cleaned out and their 
contents neatly replaced. 


14. The files are being revamped. 


15. The records are still coming in and are being processed 
-- 50 LP's, 20 45's, and about 1000 cards typed. 


16. An announcing staff has been recruited and trained. 


17. The program schedule has been made up and all shifts 
filled. 


